20      DOCKETED ITEMS

9106240280 Forwards response to NRC 910523 request for addl info on ASME VIII
plant drywell stress & stability analyses,

DEVINEJ.C. General Public Utilities Corp. - GPU Service Corp. 91/06/20. Document
Control Branch (Document Control Desk). 80pp. 58210:273-58210:352.

9106280184 Informs of facility full term operating license conversion.
KNUBELJ. General Public Utilities Corp. - GPU Service Corp. 91/06/26. Document
Control Branch (Document Control Desk). 1p. 58273:025-58273:025.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040053 Forwards Enforcement Conference Rept 50-219/91-16 on 910517 to dis-
cuss locked high radiation area entry on 910426.

JOYNERJ.H. Region 1 (Post 820201). 91/05/21. BARTONJJ. General Public Utili-
ties Corp. - GPU Service Corp. 3pp. 57914:268-57914:328.

-9106040055 Notification of Significant Licensee Meeting 91-58 on 910517 in King of
Prussia,PA to discuss radiological controls violations.Meetrng closed to public.
RULAND.W.H. Region 1  (Post 820201). 91/05/08. Region 1  (Post 820201). 1p.
57914:271-57914:271.

-9106040057 Enforcement Conference Rept 50-219/91-16 on 910517.Major areas
discussed:findings in Insp Rept 50-219/91-16 & locked high radiation area entry made
on 910426-Viewgraphs encl.

FURIAJ.,   LANCE.R.,   PASCIAK.W.   Region   1   (Post   820201).   91/05/20.   56pp.
57914:272-57914:328.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encL

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106110091 Responds to 910429 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-219/90-13.

KNAPP.M.R. Region 1 (Post 820201). 91/05/31. BARTONJJ. Genera! Public Utilities
Corp. - GPU Service Corp. 2pp. 57997:271-57997:290.

-9106110098 Responds to NRC 910906 Itr re violations noted in insp rept 50-219/90-
13.Corrective actionsrfull compliance will be achieved when tech spec change request
170 approved by NRC.

BARTON.J.J.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   91/04/29.
MARTIN.T.T. Region 1 (Post 820201). 2pp. 57997:273-57997:290.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc fist encl.

ROSSKC.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-58146:172.

9106130362 Forwards safety insp rept 50-219/91-15 on 910416-0518. Overall util con-
ducted outage  activities in  safe manner.Four unresolved  items  closed  &  one
updated. Potential weakness in licensee pre-outage security planning,
WENZINGER.E. Region 1 (Post 820201). 91/06/03. BARTONJJ. General Public Util-
ities Corp. - GPU Service Corp. 3pp. 58111:208-58111:228.

-9106130369 Insp rept 50-219/91-15 cm 910416-051 S.Overall util conducted outage ac-
tivities    in     safe     manner. Major    areas    inspected;plant    operations.radiation
protection.matnt & surveillance, engineering & technical support.security & safety.
RULAND.W.H. Region 1 (Post 820201). 91/05/31. 18pp. 58111:211-58111:228.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours," Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159*58162:244.

9106200266 Forwards emergency operating procedure insp rept 50-219/91-08 on
910415-18,Deficiencies noted.

BETTENHAUSENfL Region 1 (Post 820201). 91/06/10. BARTON.JJ. General Public
Utilities Corp. - GPU Service Corp. 3pp. 58197:329-58197:349.

-9106200272 Insp rept 50-219/91-08 on 910415-1 S.Technical deficiencies existMajor
areas inspected:corrective actions addressing deficiencies noted during previous insps
& records of training conducted.

CONICELLA.N., CONTE^RJ. Region 1 (Post 820201). 91/05/23. 18pp. 58197:332-
58197:349.

9106210191 Application for amend to license DPR-16,adding Tech Spec 4.3J to require
inservice insp program for piping to be performed as identified in Generic Ltr 88-01.
BARTON,JJ. General Public Utilities Corp. - GPU Service Corp. 91/06/11. Document
Control Branch (Document Control Desk). 7pp. 58208:229-58208:281.

-9106210194 Proposed tech spec 4.3J to require inservice insp program for piping to
be performed as identified in Generic Ltr 88-01 or per alternate measures approved
by NRC.

* General Public Utilities Corp. - GPU Service Corp. 91/06/11. 46pp. 58208:236-
58208:281.

9106180369 Suppls 890403 response to NRC Bulletin 88-010, "Nonconforming Molded-
Case Circuit Breakers." Failure rate for circuit breakers within scope of bulletin is 4
out of 72 or 5.6%.Requests relief for four identified breakers.
BARTON.J.J. General PubHc Utilities Corp. - GPU Service Corp. 91/06/12. Document
Control Branch (Document Control Desk). 2pp. 58171:087-58171:088.

9106260334   Forwards   Exam   Rept   50-219/91-14OL   administered   during   wk   of
910422.Understands that reactor operator upgrade applicant will remain removed from
licensed duties until util has opportunity to discuss subj w/NRC,
BETTENHAUSEN.L Region 1 (Post 820201). 91/06/12. BARTONJJ. General Public
Utilities Corp, - GPU Service Corp. 3pp. 58241:280-58242:127.

-9106260335 Exam Rept 50-219/91-140L administered during wk of 910422. Exam
results:a!l three reactor operator applicants & two senior reactor operator applicants
passed operating exam & four passed written exam.
FISHT., CQNTE.R. Region 1 (Post 820201). 91/06/11. 230pp. 58241:283-58242:127.

9106200187  Responds  to  violations  noted  in   Insp Rept 50-219/91-06.  Corrective
actions:new work requests are reviewed daily against open maint backlog.utilizing
component codes & prioritized inventory & baseline schedule updated.
BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/13. Document
Control Branch (Document Control Desk). 7pp. 58201:306-58201:312.

9106210251 Advises that overlay weld repairs.discussed in 910611 Itr,
acceptable.Authorizes util to restart plant from Cycle 13 refueling outage.Final rept re
IGSCC should be submitted within 90 days after restart from Refueling Outage 13R.
DROMERICK.A.W. Project Directorate I-4. 91/06/17. BARTON.JJ. General Public
Utilities Corp. - GPU Service Corp. 2pp. 58207:334-58207:335.

R. Periodic operating reports & related correspondence

9106040007 Forwards summaries of changes to sys & procedures for 1990, per
10CFR50.59(b).

BARTON.JJ. General Public Utilities Corp. - GPU Service Corp. 91/05/24. Document
Control Branch (Document Control Desk). 15pp. 57915:088-57915:102.

9106190066 Monthly operating rept for May 1991 for Oyster Creek. W/910611 Itr.
CORCORAN,!., BARTONJ.J. General Public Utilities Corp. - GPU Service Corp. 91 /
05/31. 7pp. 58193:302-58193:308.

9106190276 Forwards integrated schedule semiannual update (June 1991), per Condi-
tion 2.C.L( 10).

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/06/13. Document
Control Branch (Document Control Desk). 24pp. 58199:318-58199:341.

S. Reportable occurrences, LERs & related correspondence

9106070078 PNO-f-91-041:on 910531,5 Hoch resigned as chairman of board of
dtrectors,president & chief executive officer of GPU. WG Kuhns will replace Hoch until
permanent replacement is found.

RULAND.W., COLLINS.E. Region 1 (Post 820201). 91/06/03. 1p. 57918:159-
57918:159.

9106250051 LER 88-021-01 :on 880929,isolation condensers operated in mode outside
sys design.Caused by water filling normally steam-filled portion of isolation condenser
sys.Piping outside drywell replaced.W/910617 Itr.

DEMERCHANT.B., BARTONJJ. General Public Utilities Corp. - GPU Service Corp.
91/06/17. 6pp. 58226:124-58226:129.

9106250071 LER 90-017-01 :on 901220,both standby gas treatment sys declared inoper-
able due to common duct failure.Caused by localized weld defect.Repairs made to re-
store integrity of ductwork.W/910619 Itr.

CERVENKA.P., BARTONJ.J. General Public Utilities Corp. - GPU Service Corp. 91 /
06/19. 4pp. 58226:140-58226:143.

V. Operator Examinations

9106050369 Notification of contract execution.mod 1 to task order 76, "Oyster Creek
Nuclear Power Plant Initial Exams," in "Technical Assistance to Support Licensing Ac-
tivities." Contractor:Sonalysts,lnc.

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289-
1. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 57905:041-
57905:043,

-9106050375 Ltr Contract NRC-03-89-031,mod 1 to task order 76,increasing negotiated
task order ceiling.to "Oyster Creek Nuclear Power Plant Initial Exams."
EDGEWORTH.PJ. Contract Negotiation Branch-1. FIN L-1289-1. 91/05/23.  Sona-
lysts, Inc. 2pp. 57905:042-57905:043.

9106260334   Forwards   Exam   Rept   50-219/9-1-140L   administered   during   wk   of
910422.Understands that reactor operator upgrade applicant will remain removed from
licensed duties until, util has opportunity to discuss subj w/NRC.
BETTENHAUSEN.L Region 1 (Post 820201). 91/06/12. BARTONJ.J. General Public
Utilities Corp. - GPU Service Corp. 3pp. 58241:280-58242:127.

-9106260335 Exam Rept 50-219/9t-14OL administered during wk of 910422. Exarn
results:all three reactor operator applicants & two senior reactor operator applicants
passed operating exam & four passed written exam.
RSH.T., CQNTE.R. Region 1 (Post 820201). 91/06/11. 230pp. 58241:283-58242:127.

DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively &
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace-
ment of current manager,health physics w/manager radiation protection.
BRINKMAN.D.S. Project Directorate 1-1. 91/06/06. SYLVIA.B.R. Niagara Mohawk
Power Corp. 3pp. 58110:020-58110:034.

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising
TS Section 6.0 re administrative controls to reflect changes which replace current
health physics manager w/manager,radiation protection for each unit.
CAPRA.R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032.

-9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 &
NPF-69,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06 2oo
58110:033-58110:034.                                                                                              " HH"

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-
0511.Util professionally executed repair of unisolable sample line leak on Unit 2 recir-
culation loop.

COWGILL,C.J. Region 1 (Post 820201). 91/06/06. SYLVIA.B.R Niagara Mohawk
Power Corp. 3pp. 58128:023-58128:042.ion &
